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1. 4. Aiysradi.nate( 50° 1593, 57°20" EB), on the Moacow Tashkent railway, bas abont 
80,000 inhabitente. Although "the town itself covere a wide area, it is 
composed for sbe most part of mud bute situated in gnall garden. its 
streete Bre wide but unpaved and barely passable in bad weathe:. South of 
the town i8 a very large wall~developed airfield, a base fos all air routes 
to Central Agia. The airfield is the most notable and interesting fe: ture 
of the tpwn, The entire area around acy;ubinsk te a penal area containing 
penal cahps, internient cawps,end PW camps. After a few veere in cam, the 
convicts are allowed some measure of freedom. With the exception of the 
native Kezakhey, #ll persons Pavan in this ares are perenpere or descendants 
of pees: 

b. The area is sparsely inhavited but onite fruitfai and hes @ fairly sood 
Climute.. Its native resources are thireme ores, nickel ores, coe] Lina, 
and clabester. {ne necessary labor for the ex loitation ef theas resourses 
‘ds drafted from the prison camps. All construction is done through the 
Aktyubingk Construction Truat. Approximately L000 c nviets and German 
Pi'ia are placed at the disposal of this enterprise. Treatment of forced 
labor on the construction sites was generally good. Gorvoral punishment was 
never inflicted. A setflenent is being built 10 km weet of the town fer the 
lerge uctal alloy plant. The houses afford comfortable modern living and 
present 6 great contrast to the primitive structures of the native Eesalhs. 
The construction of this settlement was started in the summer of 195, and. ba 
the fall of 1947 sufficient vuuildings had been erected to hov-o $000 porscns. 
The progress of construction was semawhet delayed becames of the gaftionlty or 
procuring materiale. The Trust operates a brick work which delivers abou’ 
8 million bricks per year and a lime kiln which produces about 4YOOO tons ef 
fired lige per year. Both plants are obsolencent end were o erated by 
German internees. Construction work was not interrupted crring the winter 
months; walle were ouilt cnd foundations vere excevated. Often tne work 
which nad been accomplished during the winter montns had te be torn (own In 
the spring eid rebuilt, because the mortar had not set, 
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There is enough sanc ca hand. Foundations are built of slag grom the alloy 
plant. The project uses about 1000 mon, including 200-300 technicians. The 
work oopenee of construction of housing and one factory (presumably for the 


manufacture of motors). 
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2. a. The metal alloy plant of Aktyubinsk, the most important industry of tae 


¢ 
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locality, is situated 16 km west of the town near the Pallroad lings. Several 
Tail connections lead into the plant. The Plant was under construction 

between 1957 and 1947. It consiste of two parts, the electrical power clens 
and the smelting plant proper. The power plant is a thexmal nlant and om rates 
at & pressure of 35 athmospnere (ati). The boilers are heated with coal 

dust. Qverloads are caugnt with Supplementary oll neating. Tne load of cne 
power station amounts to about 20,000 kw. The power picsat supolies current 

for the town of Aktyubingk as well as for the smelting plant. There is ao 
connecvlon with any other power plant. ‘when the power is interrunted or.wneu 
extensive renairs have to be made, the power is cut off. Once a wear, the 
boilers are Cleaned; this work lasts abouts three das. During thie perisd 
the power plant and the amelting plent do not operate. ‘he power sunoly 
to tne town is also cut off. 
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The amelting plant smelts down a high grade ferre~chromiun. The chrome ores 
“re mined about 30 ka from the locality. The mine is owrated during the 
day... The labor for this mining work ia drafted from @ convict cmap which 
Rs «bout 8000 inmates. furthermore, there were about 2150 German internses 
in taat camp eaployeed in free work; tiey enjoyed the aame tyne of limited 
freedom as that granted tne local inhabitants. About 5000 tone vere shined 
from tne plant every month in railroad ears belonging to the plant. he 
suelting plant has 5 electrical furnaces canable of operating With about 
3-40G0 kw. There are always i furnacés in aperation. The metal ia smelted 
down in small blocks of about 150 kg. The monthly production totale about 
3000 t. The clectrie furnace slag is used for the conetruction of roads 

and foundations. Tne workers, nuobering about 4000, are drafted Largely 
from the nearby convict camo. Adjoining tne plant there 19 also & canv of 
Germen internees, but it is atrietly forbidden to give foreigners access to 
the plant. Apart frou the © fxee Russian workers, only Bussian prisonera 
are used as workers in the plant. 


The plant may be recognized by the one large chimney of the power plant The 
ehinney is not very highs it measares about 66 m in height with a ton diameter 
of about 3m. Sinee the voller operaiss by means of under grate blast, tne 
chinne. serves only as en exlt for smoke gases and not ag a enannel for 
Conbustion gases. The smoke of the power vlant is visible over < wide eran, 
From thea lime plant, which is 30 ka from the power plant, the letter's s oke 
is still clearly visible. Within a radive of several hundred km, this -bont 
is the only large industrial lant of heavy inductry. : 


a. The coal for the power »lant is mined in the Kurashasset pit,about 12 ku to 


_ the south. The shefts are about (Qu vslow er und and are very Low, wita a 


natimam peight of 8G em. The mined eoal is iransfetred by meene ef winches 
through eshefte felling at a 45° angle. About 600 workers are employed, in= 
Clucing 400 German PW's anc 200 free Russians, An average of 15,000 tons are 
Mined pet month; most of tne product goes to the slectrie power plant. Ths 
coal is of inferior quality and has an ash content of 40 to 50% | Goat 
supplies from Karashassai do not fill the needs of the plant and supplementary 
coal is brought in from Keraganda (about 2000 tongs fer monta). The saranda 
coal is of wery good quelity. I+ bas an ach content of only 15%, The en-i 
area of Karaganda ~~ loceted at a distance of about 66: Im, ‘Since tr-_usporte= 
tion difficulties are co..siderable, large coal dumps aro kept ot uand in 
order to fill needs for a erivd of several qonths. 
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